132    DOCKETED ITEMS

i. Financial information

9005240226 Forwards 1989 annual financial repts for Iowa Electric Light & Power
Co.Com Belt Cooperative & Central Iowa Power Cooperative.

MINECK.D.L Iowa Electric Light & Power Co. 90/05/21. MURLEY.T.E. Office of Nu-
clear Reactor Regulation, Director (Post 870411). 1p. 53943:209-53943:314.

-9005240230 "Central Iowa Power Cooperative 1989 Annual Rept."
* Central Iowa Power Cooperative. 89/12/31. 66pp. 53943:250-53943:314.

9005090388 Correction to Suppl 2 to Generic Ltr 88-20, "Accident Mgt Strategies for
Consideration in Individual Plant Exam Process." Svc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/16. Consolidat-
ed Edison Co. of New York, Inc. 277pp. 53903:001-53903:277.

--9003300127 Suppl 2 to Generic Ltr 88-20 to all holders of OLs & CPs for nuclear
power reactor facilities re accident mgt strategies for consideration in individual plant
exam process.Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York, Inc. 138pp. 53903:092-53903:277.

P. Operating license stage documents & correspondence

9003300128 Suppl 1 to Generic Ltr 89-13 to all holders of OLs or CPs for nuclear power
plants re svc water sys problems affecting safety-related equipmentSvc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York. Inc. 128pp. 53601:001-53601:130.

9005170045 Forwards special instructions forwarded to utils re X-SAM sys for nuclear
safety-related cranes.Instructions describe actions for making critical lifts before retro-
fit of slide device.

THOMAS,A. Ederer, Inc. 90/04/04. MURLEY.T. Office of Nuclear Reactor Regulation,
Director (Post 870411). 6pp. 53865:269-53865:274.

9004230130 Advises that NRC anticipates response from licensee re QA program de-
scription by 900515,per 900412 telcon.

WRIGHT.G.C. Region 3, Ofc of the Director. 90/04/12. LIU.L Iowa Electric Light &
Power Co. 1p. 53565:113-53565:113.

9004300317 Forwards environ assessment & finding of no signficant impact re 880610
request for extension of License DPR-49.

HALL.J.R. Project Directorate III-3. 90/04/13. LIU.L Iowa Electric Light & Power Co.
3pp. 53655:070-53655:078.

-9004300359 Environ assessment & finding of no significant impact re 880610 request
for extension of License DPR-49.
HANNON.J.N. Project Directorate ill-3. 90/04/13. 7pp. 53855:073-53655:078.

9004250010 Advises that util 890711 response to Generic Ltr 89-06 re SPDS certified
that SPDS at facility fully meets requirements of Suppl 1 to NUREG-0737 taking into
account info provided in NUREG-1342.Actions on Itr complete.
HALL.J.R. Project Directorate IH-3. 90/04/19. LIU.L Iowa Electric Light & Power Co.
3pp. 53614:154-53614:156.

9004300193 Forwards Amend 164 to License DPR-49 & safety evaluation. Amend re-
vises expiration date for license from 100621 to 140221.

HALL.J.R. Project Directorate HI-3. 90/04/23. LIU.L Iowa Electric Light & Power Co.
3pp. 53654:190-53654:199.

-9004300196 Amend 164 to License DPR-49,revising expiration date for license from
100621 to 140221.
HANNON.J.N. Project Directorate III-3. 90/04/23.2pp. 53654:193-53654:194.

-9004300199 Safely evaluation supporting Amend 164 to License DPR-49.
* Office of  Nuclear Reactor Regulation, Director (Post 870411). 90/04/23.  5pp.
53654:195-53654:199.

9004200195 Generic Ltr 90-04 to all holders of OLs & CPs for nuclear power reactors re
request for info on status of licensee implementation of generic safety issues resolved
w/ imposition of requirements or corrective....Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/25. Consolidat-
ed Edison Co. of New York, Inc. 81pp. 53663:001-53663:083.

9005030148 Forwards Amend 165 to License DPR-49 & safety evaluation. Amend re-
vises Tech Specs to conform w/model Tech Spec re control habitability recommend-
ed in Generic Ltr 83-36.

HALL.J.R. Project Directorate III-3. 90/04/26, LIU.L Iowa Electric Light & Power Co.
5pp. 53705:155-53705:173.

'/model

5030152 Amend 165 to License DPR-49,revising Tech Specs to conform w-
;h Specs re control room habitability recommended in Generic Ltr 83-36,
NNON.J.N. Project Directorate III-3. 90/04/26. 12pp. 53705:160-53705:170.

-9005030152 Amend 165 to License DPR-49,revisin<
Tech Sp
HANfv

-9005030154 Safety evaluation supporting Amend 165 to License DPR-49.
* Office of Nuclear Reactor Regulation, Director (Post 870411). 90/04/26. 3pp.
53705:171-53705:173.

9005100251 Responds to Generic Ltr 89-19, "Request for Action Re Resolution of USI
A-47." Existing automatic vessel overfill protection sys at plant adequate to prevent
overfill events.

MINECK.D.L. Iowa Electric Light & Power Co. 90/05/04. MURLEY.T.E. Office of Nu-
clear Reactor Regulation, Director (Post 870411). 3pp. 53793:129-53793:131.

9005150045 Forwards safety evaluation of plant procedures generation package
(PGP).per 831031 & 841116 Itrs.Facility PGP found to contain items that must be sat-
isfactorily addressed before fully acceptable.

HALL.J.R. Project Directorate III-3. 90/05/09. LIU.L Iowa Electric Light & Power Co.
18pp. 53830:331-53830:348.

9005160131 Forwards safety evaluation re conformance to Reg Guide 1.97. NRC con-
cludes that existing neutron flux monitoring instrumentation acceptable for interim op-
eration.

HALL.J.R Project Directorate III-3. 90/05/09. LIU.L Iowa Electric Light & Power Co.
4pp. 53834:169-53834:201.

-9005160133 Safety evaluation supporting existing neutron flux instrumentation for in-
terim operation.

* Office of Nuclear Reactor Regulation, Director (Post 870411). 90/05/09. 4pp.
53834:173-53834:201.

9005090120 Suppl 1 to Generic Ltr 90-03 to all power reactor licensees & applicants re
relaxation of staff position in Generic Ltr 83-28, Item 2.2,Part 2, "Vendor Interface for
Safety-Related Components." Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/14. Consolidat-
ed Edison Co. of New York, Inc. 90pp. 53801:001-53801:090,

Q. Inspection reports, IE Bulletins & correspondence

9004240107 Forwards Safety Insp Rept 50-331/90-04 on 900220-0403.No violations
noted.

KNOP.R.C. Region 3, Ofc of the Director. 90/04/13. LIU.L. Iowa Electric Light &
Power Co. 2pp. 53586:119-53586:131.

-9004240113 Insp Rept 50-331/90-04 on 900220-0403.NO violations noted. Major
areas      inspected.-operational     safety.maint,surveillance,     plant     trips.temporary
instruction.regional requests.rngt meetings & rept review.
HAGUE.R.L. Region 3, Ofc of the Director. 90/04/12. 11pp. 53586:121-53586:131.

9004240338 Forwards Enforcement Conference Rept 50-331/90-01 on 900405 & notice
of violations.Potential for overexposure during 891111 extraction & repair operations
did not exist based on health physics staff providing radiation protection.
NORELIUS.C.E. Region 3, Ofc of the Director. 90/04/13. LIU.L Iowa Electric Light &
Power Co. 3p. 53587:084-53587:108.

-9004240347   Notice   of   violation   from   insp   on   900227-0309.Violation   noted:on
891111 .work area radiation surveys inadequate to identify B-IRM cable as radiation
hazard & to quantify F-IRM cable dose rate prior to handling.
NORELJUS.C.E. Region 3, Ofc of the Director. 90/04/13. 2pp. 53587:087-53587:088.

--9004240350 Enforcement Conference  Rept 50-331/90-06 on 900405.Major areas
discussedrpotential for overexposure in drywell during intermediate-range monitor ex-
traction & repair operations on 891111.Further escalated enforcement actions unwar-
ranted.
GREGER.L.R. Region 3, Ofc of the Director. 90/04/13. 5pp. 53587:089-53587:108.

9004250241 Responds to NRC Bulletin 90-002, "Loss of Thermal Margin Caused by
Channel Box Bow." No second fuel bundle lifetime channel boxes installed in
core.Bulletin inapplicable to facility.

MINECK.D.L. Iowa Electric Light & Power Co. 90/04/18. MURLEY.T.E. Office of Nu-
clear Reactor Regulation, Director (Post 870411). 2pp. 53603:229-53603:230.

9005030064 Provides written response to SALP 8 board rept for plant. Addl staff will be
devoted to support security training, planning & execution of security contigency drills

Co. 90/04/25. DAVIS.A.B. Region 3, Ofc of

& implementation of fitness-for-duty progrc
MINECK.D.L. Iowa Electric Light & Power
the Director. 3pp. 53712:358-53712:360.

9004200525 Suppl 1 to NRC Info Notice 89-070, "Possible Indications of Misrepresent-
ed Vendor Products." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/26,
Consolidated Edison Co. of New York, Inc. 102pp. 53601:131-53601:234.

9005070248 Advises that no changes to initial SALP Rept 50-331/90-01 for Nov 1988 -
Dec 1989 necessary.per 900329 meeting w/ util.lnitial SALP rept dtd 900307 consid-
ered to be final SALP rept.

DAVIS.A.B. Region 3, Ofc of the Director. 90/04/26. LIU.L Iowa Electric Light &
Power Co. 2pp. 53748:018-53748:024.

-9005070250 Cover sheet of final SALP 8 Rept 50-331/90-01 for Nov 1988 - Dec 1989.
* Region 3, Ofc of the Director. 90/04/26. 2pp. 53748:020-53748:024.

9004240313 NRC Info Notice 90-027, "Clarification of Recent Revs to Regulatory Re-
quirements for Packaging of U Hexafluoride (UF6) for Transportation." Svc list encl.
TEN EYCK.E.Q. Division of Safeguards & Transportation (Post 870413). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53742:001-53742:099.

9004240359 NRC Info Notice 90-028, "Potential Error in High Steamline Flow Setpoint."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 91pp. 53601:235-53601:327.

9004240393 NRC Info Notice 90-029, "Cracking of Cladding & Heat-Affected Zone in
Base Metal of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53601:328-53602:067.

9004250159 NRC Info Notice 90-030, "Ultrasonic Insp Techniques for Dissimilar Metal
Welds." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/01.
Consolidated Edison Co. of New York, Inc. 98pp. 53663:084-53663:183.

9005030007 NRC Info Notice 90-032, "Surface Crack & Subsurface Indications in Weld
of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/03.
Consolidated Edison Co. of New York, Inc. 100pp. 53753:104-53753:203.

9004260013 NRC Info Notice 90-031, "Update on Waste Form & High Integrity Contain-
er Topical Rept Review Status, Identification of Problems W/Cement Solidification &
Reporting of Waste Mishaps." Svc list encl.

BANGART.R.L Division of Low-Level Waste Management & Decommissioning (Post
870413). 90/05/04. Consolidated Edison Co. of New York, Inc. 101pp. 53753:001-
53753:103.

9005030120 NRC Info Notice 90-033, "Sources of Unexpected Occupational Radiation
Exposures at Spent Fuel Storage Pools." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/09.
Consolidated Edison Co. of New York, Inc. 103pp. 53742:100-53742:202.RE,D.R. Region 2, Ofc of the Director. 90/04/25. 1p. 53719:336-
